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Asia: economic growth, Oct., 11-18 pas- 
sim; meaning of national security in 
southeast, Nov., 20-28; military forces 
in, Oct., 15-18; political travel diary 
of, Oct., 27-31; Nov., 29-31; U.S. and 
security of southeast, Dec., 26-32. 

Bikini H-bomb, crew of Lucky Dragon 
and, May, 21-23. 

Brazil, physics research in, April, 31-34. 

Bulletin, to move or not to move the 
clock, Jan., 8-9; new editor appointed, 
April, 9. 


California, University of: controversy 
over administration of weapon labs., 
June, 4-5; Sept., 20-24. 

Cancer: low level ionizing radiation and, 
Sept., 30-41; radiation workers and, 
Sept., 41-46. 

Carbon dioxide, buildup in Earth's atmo- 
sphere of, Feb., 10-19. 

Charged-particle beam weapons, Oct., 
24-27. 

Civil defense, Soviet: another interpreta- 
tion of, April, 48-51; myth of, March, 
14-20; April, 41-48, 51. 

Clamshell Alliance: Seabrook, NRC and, 
Oct., 53-54. 

Climate, system that determines Earth's, 
Feb., 10-19 passim. 

Committee on Present Danger, Feb., 8. 

Computer revolution, once more, Sept., 
12-19. 

Concorde SST, politics of decision- 
making and, March, 46-53. 

Deserts, spreading: hand of man in, Jan., 
10-16, 44-51. 

Deterrence, dilemma of, March, 12-13. 

Disarmament. See U.N. Special Session 
on Disarmament. 

Disasters, in desert, Jan., 10-16, 44-51 
passim. 

Education, TV and, Dec., 49-50. 

Energy: American West and President 
Carter's National Energy Plan, Jan., 
27-33: conservation, April, 28-30; 
conservation in U.K., Dec., 6-7; 
exploiting interseasonal thermal stor- 
age of, Nov., 51-53; failure of planning 
on, Dec., 15-19; islands, Oct., 52: op- 
tions for Third World, May, 28-33: 
June, 6-9; Dec., 54-55; political failure 
of U.S. policy on, Nov., 17-19; public 
and problem of, April, 5-7. 

Enhanced radiation weapons: con- 
ventional weapons of mass destruction 
and, March, 42-45; George Kis- 
tiakowsky on folly of, Sept., 25-29. 

Engineering: new kind of engineering 
statesmanship needed, Feb., 4-5: 
societal values and, Jan., 34-37. 

European Convention on Human Rights, 
Oct., 7-8. 

Fast breeder reactors, British program, 
March, 23-26, 54-57 passim. 

Fermi, Laura, 1907-1977, May, 2-3. 

Fermilab, Chinese at, Oct., 62-63. 

Food irradiation, unused weapon against 
hunger, Feb., 51-55. 

Fossil fuels, impact on climate from bum- 
ing of, Feb., 10-19. 

Frugality phenomenon, May, 24-27. 

Fusion power, nuclear weapons and, 
March, 4-5; June, 3. 

Hawaii, appeal re storage of nuclear 
weapons in, Dec., 57. 


Health and Safety at Work, etc., Act 1974 
(U.K.): recombinant DNA research 
under, Jan., 4-5. 

Human rights: different perspective on, 
Nov., 60-61; European convention on, 
Oct., 7-8; Helsinki accords and, Oct., 
5-7; polity of science and, Oct., 19-23; 
price of collaboration, Dec., 55-56; 
world order politics and, Oct., 8-9. 
See also Science and human rights, 
and Soviet Union. 

Iceland, energy resources of, March, 
34-36. 

India: atomic colonialism, Oct., 58-60; 
changing views from, June, 6-9; 
safeguards dispute of U.S. and, June, 
50-52. 

Intelligence services, parliaments and na- 
tional, June, 40—43. 

Japan: Lucky Dragon preservation 
committee, May 21-23; nuclear fission 
research during World War II, April, 
10-12; nuclear fuel cycle in, June, 
17-18. 

Latin America, nuclear energy in, April, 
31-34. 

Law of the Sea, an arms control issue, 
Nov., 53-56. 

Liquefied natural gas, imports, Dec., 
20-25. 

Lucky Dragon, story of, May, 21-23. 

Media, news: linkup proposed between 
First and Third World agencies, Sept., 
54-56. 

Middle East, arms and, Feb., 38-49; 
Arab view of arms race in, Feb., 
39-44; Israel view of arms race in, 
Feb., 44-49. 

Military expenditures, SIPRI report of 
world, May, 10-13, 45-50 passim. 

Military R&D. See Science and the Mili- 
tary. 

National Energy Plan, and American 
West, Jan., 27-33. 

National security, meaning of in south- 
east Asia, Nov., 20-28. 

Neutron bomb. See 1. nhanced radiation 
weapons. 

Nobel Peace Laureates: 

—Fridtjof Nansen, 1922, Sept., 1; 

—Bertha von Suttner, 1905, Oct., 1; 

—John Boyd Orr, 1949, Nov., 1; 

—Norman Angell, 1933, Dec., 1. 

Nuclear energy: atomic colonialism and, 
Oct., 58-60; and independence, June, 
19-20; perspective of Sir Brian Flow- 
ers on risks, benefits and options of, 
March, 21-26, 54-57; April, 2; preser- 
vation of food by use of, Feb., 51-55. 

Nuclear energy debate: Andrei Sakharov 
on, June, 12-14; 19-20; in Brazil, 
April, 31-34; declaration of Groupe de 
Bellerive, Jan., 6-7; in Europe, Jan., 


6-7; April, 3; proposal for cooperative 
studies by anti- and pro-nuclear 
forces, Feb., 4-5; April, 4-5. See also 
Windscale Report. 

Nuclear exports, legislation enacted to 
provide more stringent control over 
U.S., March, 27-33. 

Nuclear fuel cycles: criteria proposed for 
evaluating cycles to reduce risk of 
weapons proliferation, Jan., 38-42; in 
Japan, June, 17-18. 

Nuclear Fuel Services, Inc. (NFS), his- 
tory of facility at West Valley, N.Y., 
Jan., 17-26. 

Nuclear industry, recession in, April, 
24-27. 

Nuclear Non-Poliferation Act of 1978, 
March, 27-33. 

Nuclear reactors, as targets, Sept., 
61-62. 

Nuclear Regulatory Commission: Sea- 
brook, the **Clams"’ and, Oct., 53-54. 

Nuclear tests, Carter administration and 
comprehensive test ban treaty, Nov., 
8-11. 

Nuclear war, film on, April, 46-47. 

Office of Technology Assessment, rhetoric 
and reality of Congress’, Feb., 20-31. 

Oppenheimer case, Strauss’ role in, Jan., 

Orlov, Yuri, trial of, Sept., 4-11; 52-54. 

Ozone controversy, Concorde and, 
March, 51-52. 

Peace, statement of Etienne Bauer and 
Georges Ripka on, June, 15-16. 

Peace and Security in the Pacific (BAS 
series on): 

—A Pacific Puzzlement, John W. Lewis 
and Harlan Cleveland, Oct., 10-11; 
—Asia’s New Economic Environment, 

Dwight H. Perkins, Oct., 11-18; 

—The Meaning of National Security in 
Southeast Asia, Franklin B. Weins- 
tein, Nov., 20-28; Dec., 

People’s Republic of China: Chinese sci- 
entists at Fermilab, Oct., 62-63; sci- 
ence policy in, Oct., @-61. 

Physicists, language of, April, 22-23. 

Proliferation, nuclear: arms race and, 
Sept., 62-63; as criteria for evaluating 
nuclear fuel cycles, Jan., 38-42; de- 
bate over as facade to deprive develop- 
ing nations of use of nuclear technol- 
ogy, Oct., 55-58; global issue, March 
21-26, 54-57 passim; implications of 
available information in open literature 
and, March, 28-29; nuclear recession 
and, April, 24-27. See also Nuclear 
Non-Proliferation Act of 1978. 

Pugwash Conferences on Science and 

World Affairs: beginnings of, April, 

35-40; convention for renunciation of 

nuclear weapons of, May, 43-44; dis- 
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armament, human rights and special 
responsibilities of scientists (Varna), 
Nov., 56-59. 

Quark theory, language of physicists 
and, April, 22-23. 

Radiation, low level ionizing: cancer 
and, Sept., 30-41. 

Radiation workers, risks for, Sept., 
41-46. 

Recombinant DNA research: biological 
warfare and, Nov., 11, 50: citizen 
court and debate on, Oct., 37-43; con- 
troversy on as a model of public in- 
fluence, Nov., 12-16; Dec., 56—57; law 
and, Feb., 6-7; nuclear energy and, 
Feb., 6-7; regulation of research in 
U.K. on, Jan., 4-5; nuclear energy 
and, Feb., 6-7. 

Reprocessing of spent nuclear fuel: ex- 
perience at West Valley, N.Y., Jan., 
17-26: on an island, Oct., 52: perspec- 
tive of Sir Brian Flowers on, March, 
21-26, 54-57 passim; Purex technol- 
ogy for, March, 28; **quick and dirty”’ 
scenario for, March, 32; stages of U.S. 
agreements on, March, 29. 

Safeguards, nuclear: congressional per- 
spective on, March, 27-33: IAEA role, 
March, 29-30; U.S.-India dispute 
over, June, 50-52. 

SALT II: campaign for ratification of, 
Sept., 60-61: as hostage to politics, 
Nov., 5; new politics of arms control 
ard, Nov., 34-40; Paul Warnke, Les 
A,pin, And Jeremy Stone on, June, 
32-39. 

Science and human rights: Andrew Hux- 
ley on, Sept., 53-54; scientists protest 
trials in USSR, Sept., 4-11, 52-54; 
Oct., 9, 30-51; Dec., 55-56. 

Science and the Military (BAS series on) 
Kosta Tsipis (ed.), Feb., 33; May, 42: 
Dec., 40. 


—Military R&D: Congress’ next Area of 
Policy Penetration, Thomas A. Dine, 
Feb., 32-37; 

—U.S. Military R&D: A Set of Ques- 
tions, Judith Reppy and F. A. Long, 
May, 34-41: 

—NMilitary R&D Process: A View from 
Industry, Charles M. Herzfeld, Dec., 
33-40. 

Science and society, engineering systems 
and societal values, Jan., 34-37: grass 
roots TV looks at science and public 
policy, Dec., 51-54. 


Scientific research, rights and re- 


sponsibilities in, Dec., 10-14. See also 
Recombinant DNA research. 

Seabrook, Clamshell Alliance, the NRC 
and, Oct., 53-54. 

Self-reliance movement, May, 24-27 pas- 
sim. 

Smyth report, mystery concerning, June, 
5. 


Solar economy, call for, April, 27. 

Soviet Union: George F. Kennan on 
America’s relations with, June, 21-23: 
boycotting the, Sept., 7-11: scientists 
protest trials in, Sept., 4-li, 52-54; 
Oct., 9, 50-51. 

Stockholm Intemational Peace Research 
Institute (siPRI), report of world arsen- 
als in 1977, May, 10-13, 45-50. 

Technology assessment, rhetoric and re- 
ality of congressional, Feb., 20-31. 

Telephone: as a fundamental right, Feb., 
56-59. 

Television: grass roots TV looks at sci- 
ence and public policy, Dec., 51-54; 
NOVA’s “In the Event of Catas- 
trophe’’ (nuclear), April, 46-47; our 
electronic world, Dec., 49-50. 

Test ban, comprehensive, Carter ad- 
ministration and, Nov., 8-11. 

Third World: atomic colonialism, Oct., 
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55-58; energy options for, May, 28-33: 
June, 6-9; Dec., 54-55; multinational 
news pool proposed for, Sept., 54-56: 
nuclear energy in, April, 31-34: 
priorities for, June, 9-10: science and 
technology for, Oct., 55-58; Nov., 
41-44; unused weapon (food irradia- 
tion) against hunger in, Feb., 51-55. 

U.N. Conference on Science on Technol- 
ogy for Development, Oct., 55-58: 
Nov., 41-44. 

U.N. Special Session on Disarmament: 
background of, April, 14-17; case for 
national initiatives, April, 18-21, 
52-57: feasible initiatives for United 
States, June, 24-31: Philip Noel-Baker 
on, May, 9: Pugwash convention sub- 
mitted to, May, 43-44; SIPRI on, May, 
10-13, 45-50 passim: reflections on, 
Dec., 79: report on, Sept., 57-59; in 
retrospect, Oct., 4. 

United Nations University (UNU), role 
of, March, 36-41. 

U.S. Arms Control and Disarmament 
Agency, revitalization needed, May, 
7-8. 

United States: National Energy Plan and 
impact on Western, Jan., 27-33; 
safeguards dispute of India and, June, 
50-52. 

Waste, achieving sustained economic 
growth and reducing, April, 28-30. 
Wastes, radioactive: in Antarctica, Oct., 
32-36: in Canada, Feb., 3-4; de- 
pository on an island proposed for, 
Oct., 52: perspective of Sir Brian 
Flowers on, March, 21-26, 54-57; pub- 
lic’s perception of problem, April, 
26-27 passim; in salt formations, June, 
5: at West Valley, N.Y., Jan., 17-26. 

Weapon laboratories, Berkeley con- 
troversy over, Sept., 20-24. 

Weapons, conventional: gap disappearing 
between destructive power of nuclear 
and, March, 42-45; lethality index of, 
March, 44-45. 

Weapons, nuclear: convention for re- 
nunciation of, May, 43-44: fusion 
power and, March, 4-5; lethality index 
of, March, 44-45; proliferation as 
criteria for evaluating nuclear fuel cy- 
cles, Jan., 38-42. See also Charged- 
particle beam nuclear weapons, and 
Enhanced radiation weapons. 

West Valley, N.Y., history and unsolved 
problems of first commercial nuclear 
fuel reprocessing plant at, Jan., 17-26. 

Windscale inquiry, evidence of Albert 
Wohlstetter, June, 49. 

Windscale Report: conclusions and re- 
commendations, June, 47-49; a nu- 
clear apologia, June, 44-46; Dec., 
57-58. 

Worldwatch Institute, Nov. 45-48. 
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